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A Nonexclusive Brokerage Agreement. 27, 5, 52. 
Renegotiable Rate Deed of Trust. 26, 6, 65. 
Renegotiable Rate Note. 26, 6, 61. 

Renewal Modification Agreement. 26, 6, 67. 

A Settlement Stipulation. 28, 4, 18. 


SALES 
Advice to a Client Who Wishes To Sell His Own 
Home. 28, 7, 77. 


SECURITIES 

A Buy-Sell Option. 28, 1, 82. 

Information Checklist. 26, 2, 40. 

Letter of Intent. 26, 2, 33. 

Letter of Transmittal. 26, 3, 57. 

Memorandum of Closing. 26, 3, 58. 

Opinion of Counsel. 26, 3, 62. 

Questionnaire for Directors, Officers, and Principal 
Stockholders. 27, 2, 50. 

Resolutions of the Board of Directors. 26, 2, 37. 

Time and Responsibility Schedule. 26, 3, 54. 


INDEX TO VOLUMES 26, 27, AND 28 111 


TAXATION 
Post-1981 Estate Tax Computation Worksheet. 27, 8, 
42. 


TRIAL PRACTICE 

Action Checklist for Automobile Accident Cases. 27, 
6, 21. 

Automobile Accident System Index. 27, 6, 37. 

Instructions for Automobile Accident Case Checklist. 
27, 6, 25. 

Request for Voir Dire or Submission of Voir Dire 
Questions. 26, 4, 41. 

A Trial Strategy Plan. 27, 4, 83. 


WILLS AND PROBATE 

A Checklist for Determining Domicile. 27, 5, 61. 
A Checklist for Estate Administration. 27, 8, 66. 
A Sample Simple Will. 27, 2, 21. 


WORD AND DATA PROCESSING 
A Sample Program Specification for a Docket Con- 
trol Program. 28, 2, 75. 
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